



FOR RATCHETS 


Thorsen ratchets are unmatched for BRAND ''B"’ 
their jewel-like finish, the slimness of ) aaa 
their tapered shank, the “feel” of per- — 
fect balance ... and they are rugged. 


SMALLEST 











y 
T ee-for SIZE 


> Make the startling “thalf dollar coin test” 
A and see for yourself the smallest, most 
in efficient ratchet head ever designed.* 


ecefor STRENGTH 
These fully guaranteed ratchets outpull, out- 
wear and out-perform all other styles of 
ratchets.* 


No more two-hand reversing! Thorsen’s one-hand 
finger-tip reverse has no equal for speed and ease 
of operation. 


ee-ftor PRICE 


te Here is a precision ratchet recognized SUPERIOR in every respect, yet it sells for less. 
Compare our low prices. 


77NR 


| 1360-59TH STREET, OAKLAND 8, CALIFORNIA 
14” EXTRA LONG — 


MADE IN U.S.A. 











THORSEN BRAND ‘'C' 


LARGE 








A New Standard. 


Thorsen ratchets are fully forged for strength, precision broached for accuracy and 

A 0 t eo) a9 Lc, | double buffed for sparkling beauty. From its tiny, workmanlike head to its gracefully j 
tapered shank and non-skid deep knurled handle, it is perfectly balanced and has the 

“feel” of the true mechanic’s tool. This 100% functional design, featuring the remov- 

able spring steel clip for easy inspection and cleaning, was originated and perfected 


by Thorsen. 





No other ratchet has as small a head as Thorsen. To the professional mechanic this 
means the ability to work where other ratchets are too bulky to fit. Dealers from coast = 
to coast sell the Thorsen ratchet, no matter what other wrench lines they may have. 
In fact the distinctive compact design of the Thorsen ratchet has become the hallmark 





of ratchet perfection. 


Don’t take our word for it... test it against any ratchet at any price and prove to your- 
self that no other ratchet can stand up to Thorsen in a pull test to DESTRUCTION! 
Thorsen is the only ratchet with only TWO MOVING PARTS which means a long 


life of trouble-free performance. And it is fully guaranteed. 





for STRENGTH 


Years ago, ratchets were reversed by turning them upside down. Later they were 
f ot SPEED reversed by pushing a plug from one side to the other. Then came the first truly 

reversible ratchet BUT IT TOOK TWO HANDS TO REVERSE IT. Next came the 
first one-hand reverse with a stamped reversing lever on top of the ratchet head. And 


now Thorsen presents the first BUILT-IN ONE-HAND FINGER-TIP REVERSE 


that makes all the other reversing mechanisms out of date and obsolete. ) 





For strength, for beauty, for long trouble-free life, for ease of operation, for pride 


of ownership, no other ratchet can equal Thorsen. But best of all, THEY SELL FOR 
LESS! 





*P.S. Every Thorsen ratchet is built 
with 30 teeth. The Army, Navy 
and Air Force require a minimum 
of only 24 teeth because 

more teeth are in fact not neces- 
sary even for close tolerance 
aircraft work. The addition of 
unnecessary teeth to any ratchet 
either weakens it or increases the 
size of the head and serves 

no useful purpose. 








